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Message Text 


UNCLASSIFIED 

PAGE 01 COPENH 03210 151041Z 
21 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 MED-03 RSC-01 /028 W 

118498 

R 15 101 1Z NOV 74 
FM AMEMBASSY COPENHAGEN 
TO SECSTATE WASHDC 9998 

UNCLAS COPENHAGEN 3210 

E.O. 11652N/A 

TAGS: ETRD, EIND, TBIO, DA 
SUBJECT: RECALL OF MEDICAL DEVICES 

REF: A) STATE 225155, B) STATE 225156 

1. EMBASSY INFORMED BY POLYSTAN A/S THAT EQUIPMENT 
DESCRIBED REF A PROBABLY ONLY SENT TO CONSIGNEES AS 
IDENTIFIED IN REFTEL. DESPITE EMBASSY'S NUMEROUS RE 
MINDERS, PLYSTAN HAS YET FAILED TO CONFIRM THIS. 

2. EMBASSY HAS INFORMED DANISH CONSIGNEE (RIGSHOSPITALET) 
OF CONTENTS REF B. CONSIGNEE APPRECIATIVE OF INFORMATION. 
HAD ALREAD BEEN ALERTED BY DANISH REPRESENTATIVE OF US 
FIRM 

3. DANISH NATIONAL HEALTH SERVICE INFORMED OF 
CONTENTS 

REFTELS. 

CROWE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL EQUIPMENT, RECALLS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 NOV 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974COPENH03210 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740330-0279 
From: COPENHAGEN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 974/newtext/tl 9741 141 /aaaabigj. tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: A) STATE 225155, B) STATE 225156 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 SEP 2002 by chicheje>; APPROVED <12 FEB 2003 by izenbei0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RECALL OF MEDICAL DEVICES 
TAGS: ETRD, EIND, TBIO, DA 
To: STATE 
Type: TE 
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